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TAGS: ETRN, ENRG, BF 

SUBJECT: CIV AIR: INTERNATIONAL CARRIERS TO RECEIVE FUEL 
REF: STATE 248152 

1. INFO CONTAINED REFTEL DISCUSSED WITH MIN OF TOURISM 
CLEMENT MAYNARD WHO WAS ASKED TO PROVIDE THE 
ASSURANCES REQUESTED. MAYNARD STATED THAT US CARRIERS 
WILL BE PROVIDED WITH AS MUCH FUEL AS POSSIBLE. HOWEVER, 
PRIORITY WILL HAVE TO BE GIVEN TO BAHAMASAIR, THE 
NATIONAL FLAG CARRIER. THE MINISTER RAISED THE 

POINT THAT BAHAMASAIR HAS NOT BEEN ALLOCATED SUFFICIENT 
QUANTITIES OF FUEL AT MIAMI. EMBASSY NOTED THAT THE 
ANNOUNCEMENT BY FEDERAL ENERGY ADMINISTRATOR SIMON STRESSED 
THAT HIS ACTION WILL BRING INTERNATIONAL AIR CARRIERS TO 
THE SAME STANDARDS PROPOSED FOR DOMESTIC AIR CARRIERS. 
HOWEVER, THE MINISTER STILL WOULD NOT CHANGE HIS 
POSITION AND REFERRED EMBASSY TO STATEMENT HE HAD 
MADE RECENTLY BEFORE THE HOUSE OF ASSEMBLY (COPY OF 
STATEMENT WILL BE CABLED DECEMBER 27.) 

2. MINISTER REQUESTED TEXT OF MR SIMON'S ANNOUNCEMENT. 
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